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Introduction: UK Spouse Visa Processing Time 


e When joining your partner in the UK with a UK Spouse Visa, you need to make sure 
you apply in time! Here’s why: 

e The UK Spouse Visa is a great pathway to ending the distance between you and 
your partner 

e But to make a successful application, you need to be aware of the full information 
for the UK Spouse visa 

e Our UK Spouse Visa Expert in India - Mumbai, Delhi and Bangalore have assisted 

many clients in navigating their way through their UK Spouse Visa Processing Time 

A critical factor of making an application is to consider the UK Spouse Visa 

Processing Time 

The country you are applying from, how strong your application is, the current state 

of immigration are some factors affecting the UK Spouse Visa Processing Time 
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e Currently, applications for the Ukraine Visa Scheme are being given priority by UKVI 
because of the humanitarian catastrophe brought on by the invasion of Ukraine 
e This has resulted in delays for applications from other nationalities 


What is the UK Spouse Visa Processing Time After Biometrics 
2023? 


The UK Spouse Visa processing time after biometrics 2023 is — 


e |f you are applying from outside the UK, is up to 24 weeks, only if the application is 
strong and has all the required information to process the application easily 

e |f you use the normal service and submit your application in the UK, you should get 
a decision within 8 weeks after the application date 


What is the UK Spouse Visa Process in 2023? 


e Complete the online Visa application form on the official UK government website: 
www.gov.uk 

e Submit the application and pay the application fee. 

e Schedule a biometric appointment. 

e Attend the biometric appointment and provide the necessary documentation. 

e Wait for the decision on your UK Spouse visa application. 


What are the factors affecting the UK Spouse Visa Processing 
Time 2023? 


There are a number of factors affecting UK Spouse Visa processing time like — increased 


workload at UKVI, the country you’re applying from, insufficient or incorrect documents 
and other official reasons. 


Here’s a brief explanation of each. 


The increased workload at the UKVI 


Although summer is typically the busiest season for UKVI, applicants should be aware 
that because of the increased workload at UKVI as a result of recent changes to the UK 
immigration system, particularly those brought about by the introduction of the EU 
settlement scheme, processing times are longer than in years past. 


The country you’re applying from 
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e Several factors, such as the relationship and agreements between the UK and the 
country you’re applying from, the administrative systems in each country, and the 
current state of either country, the need to endorse documents from your country or 
find an equivalent in the UK, whether that country is a member of the EEA, and 
others, may have an impact on the country from which you apply for your UK Visa 

e It is always advisable to inquire about any such problems that can cause delays in 
the processing of Visas with the UK embassy or consulate in your country 


Providing insufficient or incorrect documents 


e If UKVI pauses processing to ask for further information from you before making a 
decision because your application contains inaccurate information or the supporting 
paperwork you provide is insufficient, the processing time may be longer than 
anticipated 

e The simplest way to prevent this is to double-check your application and make sure 
you have all the required paperwork on hand before you apply 


Important read 


How to ensure your UK Spouse Visa application doesn’t get 
delayed? 


While there can be delays due to reasons you (the applicant) cannot control, like the 
humanitarian crisis in Ukraine and Home Office prioritising applications from Ukraine, 
there are some factors that an applicant can control. 


This will also help you reduce the chances of UK spouse visa refusal for your UK Spouse 
visa application. 


Top 5 ways to ensure your UK Spouse Visa application doesn’t get 
delayed: 


1. Make sure you can meet the financial requirements for a UK Spouse visa and have 
sufficient evidence to prove it. 

2. Make sure you can meet the genuine and substantial relationship requirement for a 
UK Spouse visa and have sufficient evidence to prove it. 

3. Make sure you fill out your UK Spouse visa application form accurately. 

4. There is a specific order of documents issued by the UK Home Office. You must 
submit your documents in that sequence. 

5. Make sure you meet the maintenance funds requirement for children (if you are 
travelling with any dependants). 


Ways to speed up the Spouse Visa UK Processing Time 2023? 
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One way to speed up the UK Spouse Visa processing time is to opt for the ‘Priority 
Service’. 


e |f you’re applying from outside the UK, UK Spouse Visa Priority Processing Time 
can take up to 30 days 
e The fee for priority processing service is £573 in addition to the visa application fee 


What are the eligibility criteria for UK Spouse Visa Priority 
Processing Service? 


You cannot apply for a UK Spouse Visa priority processing service if: 


Your UK Visa was rejected 

You overstayed a UK Visa 

You were forced to leave the UK, removed, or deported 

You were denied permission to stay in or enter the UK 

You had his right to remain restricted by the Home Office 

You have a history of offences 

Police have detained, questioned, or are pursuing you for a crime 


Important points to know about UK Spouse Visa Processing Time 


e You can contact the UK Visas and Immigration (UKVI) to know the status of your 
Visa application 

e You can also opt for an SMS service when you submit your application 

e You will receive updates about your Visa processing on your registered mobile 
number 

e While there is no option to track the status of your application, you can contact the 
UK Visas & Immigration (UKVI) — the department of the Home Office in charge of 
UK Visa processing 


3 essential points 


Remember when applying for a Spouse visa UK Extension. Know them here 


Can you travel while awaiting a decision on a UK Spouse Visa 
application? 


If you submit a UK Spouse Visa application from outside the UK, you can continue 
travelling while awaiting a decision on a UK Spouse Visa application 

However, if your application is accepted, you will need to return to the country from 
which you submitted it in order to pick up your Visa 

Keep in mind that if you don’t have a Visa, you shouldn't try to travel to the UK 
There’s also something called the ‘Passport Passback’ service in India 

While Visa determinations are being made, applicants are able to keep their 
passports with this service 


Those who need to travel or apply for additional Visas during this time will find this 
to be of particular interest 

The number of slots available for the service would be limited to 75 per day at each 
VAC across India 

If you made your application from within the UK, it is advised that you stay put while 
your UK Spouse Visa application is being processed 

The UK Home Office might consider your application withdrawn if you depart from 
the country 

It’s best to pay for Super Priority service if you want to leave soon after completing 
your UK Spouse Visa application so that you receive your Visa decision well in 
advance of your departure 


Need help? Contact The SmartMove2UK! 


Our UK Spouse Visa experts in India — Mumbai, Delhi, Bengaluru have many clients 
who previously faced a UK Spouse Visa Refusal or UK Spouse Visa Delay in the 
processing 

Many times this used to be because of insufficient documents, complex immigration 
histories, application not filled out correctly, and more 

Our team at The SmartMove2UK has helped over 1,000 clients make a successful 
move to the UK 

We are well-versed with all UK immigration and nationality laws and can assist you 
in joining your partner in the UK! 

If you need assistance in applying to avoid delays in your UK Spouse Visa 
processing time or have any other queries, don’t hesitate to contact us! 

You can get in touch with our UK immigration lawyer to book a consultation! 


eS +91 9819127002 © +91 9819127002 


@ Book your Consultation © info@smartmove2uk.com 


FAQ’s — UK Spouse Visa Processing Time 


Why does UK spouse visa take so long? 


The UK Spouse visa processing time after biometrics 2022 if you’re applying from outside 


the UK is up to 24 weeks. However, within the last 2 years (2020-2022), the UK Spouse 
visa processing time, like other family visas, is affected by 2 major reasons: 

(1) The effects of Covid disruptions 

(2) Delays caused by the Ukraine visa Scheme. Hence, it is advisable you plan your 
journey and make your application well in advance, thanks to a UK Spouse visa expert to 
avoid delays or refusals. 


How long does it take for a spouse visa to be approved? 
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Normally the processing takes 10-12 weeks, however during 2022, it can take up to 24 
weeks to get a decision on your UK Spouse visa application. However, the UK Spouse 
visa processing time is expected to be longer as Britain is prioritizing the Ukraine visa 
scheme. 


Is it easy to get a UK spouse visa? 


You can ensure your spouse visa application doesn’t get delayed by meeting the 
requirements and eligibility for the route. 
The UK Spouse visa has 4 major requirements. 


(1) Your partner in the UK must either be a British citizen or settled on Indefinite Leave to 
Remain (ILR). 

(2) You must be able to meet the financial requirements for a UK Spouse visa including 
the proof of income requirement. 

(3) Evidence that the relationship is genuine and subsisting 

(4) Meet other requirements. 


How long does Fast Track spouse visa take UK? 


e It depends on whether you're applying from within or outside the UK for your UK 
Spouse visa. 

e One way to speed up the processing time for a spouse visa is by applying for the 
‘priority service’. The fee for priority processing service is £500 in addition to the 
application fee. If you’re applying from within the UK, you'll get a decision within 5 
working days. If you're applying from outside the UK, it can take up to 4 weeks. The 
fee for priority processing service is £500 in addition to the application fee. If you’re 
eligible you can also choose the super-priority services. If you’re applying from 
within or outside the UK, you will get a decision by the end of the following working 
day 


Always stay a step ahead with our latest UK immigration News 
Updates 


Subscribe to our blogs and newsletter 


| am interested in 


6/7 


We're committed to your privacy. The SmartMove2UK uses the information you provide to 
us to contact you about our relevant content, products, and services. You may 
unsubscribe from these communications at any time. For more information, browse 
through our privacy policy. 
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